Nassif, Julianne (DPH) </0=C0MM0NWEALTH OF 
From: MASSACHUSETTS/OU=MASSMAIL- 

01/CN=REC IPIENT S/CN=JULIANNE NAS SIF> 

Sent: Wednesday, May 23, 2012 1:21 PM 

To: Nassif, Julianne (DPF1) <Julianne.Nassif@MassMail.StateMA.US>; Farak, Sonja 

(DPH) <Sonja.Farak@MassMail.State.MA.US>; Hanchett, James (DPH) 
<James.Hanchett@MassMail.State.MA.US>; Pontes, Rebecca (DPH) 
<Rebecca.Pontes@MassMail.State.MA.US>; Salem, Sharon (DPH) 
<Sharon.Salem@MassMail.State.MA.US>; Corbett, Kate (DPH) 
<Kate.Corbett@MassMail.State.MA.US>; Frasca, Daniela (DPH) 
<Daniela.Frasca@MassMail.State.MA.US>; Glazer, Lisa (DPH) 
<Lisa.Glazer@MassMail.State.MA.US>; Lawler, Michael (DPH) 
<Michael.Lawler@MassMail.State.MA.US>; Lleshi, Hevis 
<hevis.lleshi@state.ma.us>; Medina, Nicole (DPH) 

<Nicole.Medina@MassMail. State.MA.US>; O'Brien, Elisabeth (DPH) 
<Elisabeth.O'Brien@MassMail.State.MA.US>; Piro, Peter (DPH) 
<Peter.Piro@MassMail.State.MA.US>; Renczkowski, Daniel (DPH) 
<Daniel.Renczkowski@MassMail.State.MA.US>; Salemi, Charles (DPH) 
<Charles.Salemi@MassMail.State.MA.US>; Saunders, Della (DPH) 
<Della.Saunders@MassMail.State.MA.US>; Tran, Mai (DPH) 
<Mai.Tran@MassMail. State.MA.US> 

Subject: RE: Meeting w/ MSP Scheduled -06/06/12 


Sorry for the confusion - the meeting is June 6 th . 


From: Nassif, Julianne (DPH) 

Sent: Wednesday, May 23, 2012 1:16 PM 

To: Farak, Sonja (DPH); Hanchett, James (DPH); Pontes, Rebecca (DPH); Salem, Sharon (DPH); Corbett, Kate 
(DPH); Frasca, Daniela (DPH); Glazer, Lisa (DPH); Lawler, Michael (DPH); 'Lleshi, Hevis'; Medina, Nicole (DPH); 
O'Brien, Elisabeth (DPH); Piro, Peter (DPH); Renczkowski, Daniel (DPH); Salemi, Charles (DPH); Saunders, Della 
(DPH); Tran, Mai (DPH) 

Subject: Meeting w/ MSP Scheduled -06/04/12 

The meeting with the Massachusetts State Police, MOSES and DPH management has been scheduled 
for Wednesday, June 6, 2012, from 1-3 PM in the HSLI Auditorium in Jamaica Plain. This forum is an 
opportunity for you to ask questions regarding the transition of the Drug Laboratory from DPH to the 
Massachusetts State Police. This meeting is specific to MOSES employees. A separate meeting will be 
scheduled for NAGE employees. 

Julie 


)uUcua,m Nassif 


Director of Analytical Chemistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 


617.983.6651 (voice) 617.983.6662 (fax) 


Farak email PRR 000120 





